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MO MITE ACT ION 

FLT NU?43ER 46* ACFT N3R 124* 25 MAR 63. PURPOSES TNG 
MISSION NO 1 FQR | [ FLYING TIME % ft42, PILOTS! 

> T.O. GROSS WEIGHT? 80*600. CGf 20.1 PER 
CENT. A/3 CL im TO 20*000 FT TO MACH .85. MOM A/3 CLI«3 TO 
25*000 FT TO MACH .85. PILOTS COMMENTS s NORMAL TNG FIT. 

THREE TOUCH AND 00* ONE FULL STOP LANDING. TRANSIENT ROLL 
'AXIS OSCILLANTIOM* IN SAS NOTED DURING PORTION OF FLT AT 24*000 
FT. , CHUTE DID NOT DEPLOY ON LANDING UNTIL .HIST PRIOR TO ROLLOUT 

I FITS SCKED FOR 121 AND 122 CANCELLED 
DUE TO MAINTENANCE AND VIE AT HER. ACFT N3RS 121* 123* 124 ALL 
SCHED FOR 26 »AR. 

END OF MESSAGE 
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REPRODUOION BY OTHER THAN THE ISSUING OFFICE IS PROHIBITED, 
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